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POWER  BECOMES  A  PAYING  PARTNER — Under  a  contract  between  Pa¬ 
cific  Gas  and  Electric  Co.  and  the  Browns  Valley  Irrigation 
District,  PG  and  E  will  help  support  financing  of  the  $4.9 
million  Virginia  Ranch  Reservoir  project  by  purchase  of  water 
for  power  purposes.  Under  the  contract  PG  and  E  will  pay  up 
to  $74,000  a  year  for  50  years  for  the  use  of  BVID  water  to 
produce  power  in  the  company's  Colgate  and  Narrows  power 
houses  on  the  Yuba  River.  According  to  C.  E.  Magerus,  presi¬ 
dent  of  the  BVID,  the  district  has  congressional  authoriza¬ 
tion  for  its  reservoir  project  and  the  PG  and  E  payments  will 
assure  the  income  to  help  meet  payments  on  a  federal  loan. 

The  project  includes  a  147-ft-high  dam,  which  will  create  a 
reservoir  to  store  53,000  acre-ft  of  water  on  Dry  Creek, 
about  15  miles  north  of  Yuba  City  and  Marysville. 

PURCHASE  PROPOSED  SHELVED — The  special  committee  appointed  to 
study  proposed  purchase  of  Pacific  Power  &  Light  Co.  facili¬ 
ties  in  the  city  of  Portland  turned  in  a  "no  action"  recom¬ 
mendation.  The  proposal,  made  by  United  Business  Associates 
(see  August  News  Letter),  was  studied  by  Commissioners  Mark 
A.  Grayson  and  Ormond  R.  Bean  and  Miss  Marion  C.  Rushing, 
chief  deputy  city  attorney.  Their  report  said  that  detailed 
analyses  necessary  before  the  city  could  begin  purchase  ne¬ 
gotiations  would  cost  up  to  $1,000,000  and  that  no  money  is 
available  for  even  a  $50,000  preliminary  study.  The  commit¬ 
tee  estimated  value  of  PP&L  property  in  the  city  at  $30  mil¬ 
lion  but  indicated  city  operation  would  also  have  to  consid¬ 
er  purchase  of  Portland  General  Electric  Co.  properties, 
valued  at  about  $70  million.  Commissioner  Grayson  pointed 
out  that  a  complete  survey  of  the  property,  which  would  cost 
about  $900,000  to  $1  million,  would  be  necessary  before  going 
to  the  taxpayers.  The  report  also  pointed  to  past  voter  dis¬ 
approval  of  such  measures. 

NO  ELECTION — Vote  on  a  proposed  PUD  near  Salem,  Ore.,  is  out 
of  the  question  for  at  least  two  years,  according  to  its 
sponsors  who  had  hoped  to  place  it  on  the  November  ballot. 
They  blame  delay  of  the  Oregon  Hydroelectric  Commission  in 
certifying  the  application  for  election.  The  commission 
legally  had  until  Sept.  6  to  act  but  deadline  for  placing 
measures  on  the  ballot  had  passed  before  that  time. 


WOULD  FORM  PUD — The  Asotin  County  Water  Users  Assn,  at  Clarks- 
ton.  Wash.,  reports  that  it  has  collected  more  than  the  neces¬ 
sary  413  signatures  required  to  place  a  PUD  proposal  before 
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\’our  business  development  section  committees  are  already  in  action 
to  provide  fuel  (electric,  of  course),  for  a  hard-drivings  program  to  put 
(tur  1960-61  theme  .  .  .  “Sell  All  Electric”  into  orbit  for  another  record- 
breaking  year.  Committee  chairmen  welcome  your  interest 
,  and  suggestions. 


Commercial  and  Industrial  Lighting 
Committee: 

Chairman — Fred  T.  Bertolone 
Curtis-AllBrite  Lighting  Inc. 

Vice  Chairman — R.  E.  Dahlin 
Southern  California  Edison  Company 

Residential  Committee: 

Vice  Chairman — Ralph  J.  Phillips 

Appliance  Committee: 

Chairman — F.  E.  Lucking 
California  Electric  Power  Company 
Vice  Chairman — Ed  Ajnes 
General  Electric  Company 

Home  Economics  Committee: 

Chairman — Mrs.  Helen  R.  Taffe 
Westinghouse  Electric  Company 
Chairman — Miss  Mary  Jane  Isenberg 
General  Electric  Company 

Residential  Lighting: 

Chairman — A.  O.  Grothenhuis 
Thomas  Industries  Inc. 

Vice  Chairman — Walter  Howard 
General  Electric  Company 

Residential  Wiring: 

Chairman — Alan  J.  McCutcheon 
San  Diego  Gas  and  Electric  Company 
Vice  Chairman — Norman  A.  Schiewe 
General  Electric  Company 
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Industrial  and  Commercial  Section: 

Vice  Chairman — W.  D.  Howell 
Pacific  Gas  and  Electric  Company 

Agricultural  Electrification  Committee : 
Chairman — R.  L.  Saling 
Westinghouse  Electric  Corporation 
V'ice  Chairman — F.  H.  Cover 
Southern  California  Edison  Company 

Commercial  Cooking  Committee: 

Chairman — R.  L.  Sawyier 
Pacific  Gas  and  Electric  Company 
Vice  Chairman — G.  F.  Burgess 
California  Electric  Power  Company 

Heating  and  Air  Conditioning  Committee: 
Chairman — Hiram  Z.  Andrade 
General  Electric  Company- 
Vice  Chairman — V.  A.  LaBarthe 
Westinghouse  Electric  Corporation 

Industrial  Equipment  Committee: 

Chairman — U.  G.  Karrer 

Pacific  Gas  and  Electric  Company 

Vice  Chairman — D.  W.  Struck 

San  Diego  Gas  and  Electric  Company 
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the  voters.  The  group  was  formed  in  July,  primarily  to  pro¬ 
test  water  shortages  which  developed  during  a  prolonged  hot 
spell.  Since  then  Washington  Water  Power  Co.,  which  serves 
the  area,  has  proceeded  with  improvements  to  the  system,  in¬ 
cluding  a  new  pipe  line  to  the  Snake  River  to  boost  capacity. 
WWP  serves  about  4,600  electric  customers  in  the  county  and 
about  3,700  water  customers,  mostly  in  the  Clarkston  area. 
Similar  PUD  proposals  have  been  voted  down  by  substantial 
majorities  in  two  previous  elections  in  Asotin  County.  No 
complaints  have  been  made  on  electric  service. 

AGAINST  WATER  BOND  PROGRAM — The  California  Labor  Federation, 
AFL-CIO,  has  recommended  "vote  no"  action  on  the  proposed 
$1,750,000,000  state  water  bond  program  on  the  November  bal¬ 
lot.  This  action  was  taken  in  face  of  a  personal  appeal  by 
Governor  Brown  for  support  of  the  bond  issue.  The  program 
was  attacked  in  debate  as  lacking  basic  policy  protection, 
including  monopolization  of  benefits,  allocation  of  costs 
between  project  beneficiaries,  development  of  recreation  fa¬ 
cilities,  public  power  and  economic  and  financial  feasibil¬ 
ity.  The  group  felt  that  policy  issues  should  be  resolved 
before  any  development  program  is  approved. 

Convention  delegates  also  went  on  record  to  increase 
workmen's  compensation  insurance  benefits  to  $150  a  week  max- 
imtun  and  to  raise  unemployment  and  disability  insurance  bene¬ 
fits  to  $70  a  week  with  an  additional  $5  a  week  for  each  de¬ 
pendent  up  to  a  maximum  of  $25.  A  state  law  for  a  $1.25  an 
hour  minimum  wage  was  called  for  and  a  recommendation  was 
made  for  a  standard  35-hour  work  week  with  time  and  one-half 
pay  for  hours  above  that  and  double  time  for  hours  over  10  a 
day. 

PLAN  FINANCING — The  Washington  Public  Power  Supply  System  has 
retained  Wainwright  &  Ramsey  Inc.  of  New  York  City  to  plan 
financing  for  the  proposed  $350  million  Nez  Perce  Dam  on  the 
Snake  River  at  the  Oregon-Idaho  border,  according  to  Owen  W. 
Hurd,  managing  director. 

REACTOR  CONTRACT  WITHDRAWN — Proposal  for  a  $12.5  million  con¬ 
tract  with  General  Electric  Co.  for  construction  of  a  50-mw 
boiling  water  reactor  for  the  cities  of  Los  Angeles  and  Pasa¬ 
dena  has  been  withdrawn  by  AEC.  Allis-Chalmers  had  questioned 
the  award  in  the  belief  that  its  bid  was  $1,000,000  less  than 
G-E*s  and  had  suggested  that  the  AEC  contract  selection  board 
had  made  an  error  in  calculating  the  low  bid.  AEC  commission¬ 
ers  will  review  the  board's  decision  and  determine  which  com¬ 
pany  shall  construct  the  reactor.  A  new  proposal  will  then 
be  sent  to  the  Congressional  Joint  Committee  on  Atomic  Energy 
for  approval. 
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BID  FOR  NEW  INDUSTRY — As  a  part  of  its  program  to  attract  new 
industry,  Washington  Water  Power  Co.  will  acquire  a  control¬ 
ling  interest  in  Spokane  Industrial  Park,  a  former  navy  sup¬ 
ply  depot  in  a  suburban  area.  The  utility  plans  to  guarantee 
to  the  park  a  2^-year  revolving  loan  up  to  $3  million.  Pres¬ 
ident  Kinsey  M.  Robinson  said  the  money  will  be  borrowed  from 
Spokane  banks,  which  will  receive  mortgages  on  the  property, 
and  that  the  necessary  applications  have  been  filed  with  the 
Washington  State  and  Idaho  public  utilities  commissions.  He 
said  the  company  could  not  guarantee  any  industrial  park 
loans  unless  it  held  a  substantial  interest  in  the  proper¬ 
ties.  WWP  will  acquire  51%  of  the  park  by  an  exchange  of 
stock.  The  utility  has  indicated  that  it  wants  the  original 
investors  to  continue  active  interest  in  the  park  and  has 
proposed  that  each  retain  half  of  his  present  shares.  De¬ 
clared  surplus  in  1958,  the  depot  has  more  than  3,000,000  sq 
ft  of  enclosed  space  for  warehousing  and  manufacturing  fa¬ 
cilities  and  includes  complete  utility  facilities,  service 
buildings  and  railroad  connections.  There  are  26  adaptable 
200x600-ft  concrete  block  buildings. 

ANNEXATION  ELECTION  OKAYED — The  Oregon  Hydroelectric  Commis¬ 
sion  has  ruled  that  Central  Lincoln  PUD  may  file  final  peti¬ 
tions  asking  the  commission  to  call  an  election  for  annexa¬ 
tion  of  two  municipalities  and  four  other  areas.  Decision 
was  based  on  a  finding  that  the  PUD  has  customers  in  each  of 
the  territories.  Included  are  the  towns  of  Toledo  and  Reeds- 
port  and  rural  areas  in  Lincoln,  Lane,  Douglas  and  Coos 
Counties. 

MAY  SERVE  FRINGE  AREAS — The  Wyoming  Public  Service  Commission 
has  authorized  the  town  of  Gillette  to  serve  rural  fringe 
areas  from  its  municipally  owned  electric  power  plant.  The 
town  and  Tri-County  Electric  Assn. ,  an  REA  serving  other  sur¬ 
rounding  rural  areas,  agreed  on  which  ones  outside  the  town 
would  be  served  by  each. 

A  WEEK-LONG  STRIKE  by  IBEW  against  the  lighting  fixture  man¬ 
ufacturers  in  Los  Angeles  was  settled  for  an  increase  of  70 
per  hour  with  an  additional  70  next  year. 

SIDNEY  HILL,  electrical  contractor  of  Los  Angeles,  stepped 
down  from  the  presidency  of  the  Los  Angeles  City  Board  of 
Building  &  Safety  after  three  terms  in  that  office.  He  still 
remains  on  the  board.  Hill  is  a  past  president  also  of  the 
Los  Angeles  Chapter,  NECA,  and  a  member  of  the  board  of  gov¬ 
ernors  for  that  chapter. 

CASES  BEFORE  THE  COUNCIL  on  Industrial  Relations  Aug.  22  were 
brought  by  Western  chapters  of  NECA  and  unions  involving  wages 
or  fringes  or  working  conditions  in  Spokane,  Seattle,  Great 
Falls,  Missoula,  Casper  and  Bremerton  and  Salinas.  The  Brem¬ 
erton  dispute  is  over  making  Port  Townsend  a  dispatch  point 
and  involves  subsistence  pay. 

BELLINGHAM  CONTRACTORS*  settlement  with  IBEW  for  a  100  an  hour 
increase  effective  July  1  and  30  Jan.  1  was  not  arrived  at 
until  Aug.  1  but  the  wages  were  not  retroactive.  The  conserv¬ 
ative  settlement  was  in  line  with  the  general  economy  of  the 
area. 
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WASHINGTON'S  STATE  LEGISLATURE  is  going  to  be  asked  to  enact 
a  bill  that  would  require  the  state  and  its  political  subdi¬ 
visions  to  contract  out  all  maintenance,  repair,  alterations 
and  construction  of  real  property  rather  than  attempt  to  do 
it  with  state  personnel.  The  bill  is  being  sponsored  by  the 
three  NECA  chapters  in  that  state  with  the  cooperation  of 
some  of  the  other  trades  which  have  likewise  protested  the 
increase  in  state  personnel. 

BARS  IN  OGDEN,  Utah,  the  City  Council  ruled,  should  be  light¬ 
ed  to  an  intensity  of  no  less  than  3  f-c.  Attorney  for  a 
number  of  private  and  public  clubs,  borrowing  a  light  meter 
from  Utah  Power  &  Light  Co.,  showed  that  the  light  intensity 
in  the  council  chamber  itself  only  measured  2  f-c.  The  coun¬ 
cil  had  to  retreat  and  allow  in  the  bars  what  was  good  enough 
for  those  appearing  before  the  bar  of  the  covincil. 

INSPECTORS  OF  THE  PACIFIC  NORTHWEST  states  gather  at  the  new 
Sheraton-Portland  Hotel  Sept.  12-14  for  the  34th  annual  meet¬ 
ing  of  lAEI.  H.  E.  Marqueling,  general  chairman,  will  pre¬ 
side  if  President  Joe  F.  Gray,  recovering  from  an  illness,  is 
unable  to  do  so.  Peter  J.  Hicks,  Jr.,  lAEI  national  presi¬ 
dent;  E.  F.  Cogan,  secretary-treasurer;  and  Frank  Stetka,  NFPA 
field  engineer,  are  programmed  to  speak.  Both  sides  of  the 
fluorescent  ballast  protection  question  will  be  presented  by 
George  E.  Pieper  of  Texas  Instruments  Inc.  and  R.  R.  Harlow, 
General  Electric  Co.,  respectively.  A.  J.  "Sam"  Rosch,  re¬ 
tired,  of  Anaconda  Wire  &  Cable  Co.  will  be  a  featured  speaker 
at  the  meeting. 

THE  "WORLD'S  MOST  EFFICIENT  FLUORESCENT  LAMP"  is  being  claim¬ 
ed  by  Westinghouse  Electric  Corp.  in  a  newly  designed  40-w 
lamp  that  gives  15%  more  light  than  standard  cool-white  and 
36%  more  than  daylight-type,  producing  3,200  lumens,  compared 
to  2,800.  It  is  claimed  that  because  the  higher-output  green 
phosphors  are  in  better  balance  the  higher  ratings  are 
achieved. 

WESTINGHOUSE  likewise  announced  a  new  flat,  rectangular 
fluorescent  lamp  made  of  thin,  rectangular  glass  plates  an 
inch  and  a  half  thick,  consisting  of  a  labyrinth  or  maze  of 
passages  sealed  in  a  thin  glass  block.  Producing  light  by 
this  method,  it  will  offer  architects  and  designers  a  new 
facility  in  the  laying  out  of  lighting  Jobs. 

PROVO,  Utah,  has  moved  its  city  electrical  inspection  depart¬ 
ment  back  to  the  City  Hall  at  17  S.  University  Ave.  in  a  re¬ 
alignment  of  the  Building  Inspection  Department  activities. 

The  electrical  inspection  department  has  been  located  in  the 
city  utilities  building  since  it  was  completed. 

ELECTRICAL  CONTRACTORS  DIVISION  of  the  Bureau  of  Home  Appli¬ 
ances  of  San  Diego  has  scheduled  another  Academy  of  Lighting 
Arts  course  to  begin  Oct.  5,  Like  the  previous  one,  it  will 
cover  eight  weekly  evening  sessions.  In  cooperation  with  the 
Illuminating  Engineering  Society  an  advance  lighting  course 
is  being  considered  by  this  division.  More  than  100  gradu¬ 
ates  of  previous  courses  have  indicated  interest  in  partici¬ 
pating. 
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TO  UPDATE  STREET  LIGHTING  in  spread-out  Los  Angeles,  its  city 
coiincil  is  considering  the  possibility  of  a  |200  million  bond 
issue  for  an  improvement  program.  The  Board  of  Public  Works 
has  estimated  that  $35  million  would  be  required  to  replace 
the  city's  obsolete  lighting  systems  and  an  additional  $165 
million  for  the  long-range  construction  of  new  lighting. 


From  the  Desk  of  R.  T,  Person.  President 
Rocky  Mountain  Electrical  League 

The  past  quarter  has  been  a  busy  and  eventful  one  for  the 
RMEL — promotions,  convention  plans,  golf  and  picnicking  have 
more  than  kept  the  staff  busy. 

The  league-administered  dishwasher  campaign  has  been  success¬ 
fully  completed  with  seven  distributors  and  more  than  200 
dealers  participating.  "600  Extra  Hours,"  the  campaign 
theme,  was  adapted  for  the  Mountain  area  from  the  NEMA  pro¬ 
motion.  Financial  support  for  the  promotion  was  furnished 
by  distributors  and  member  utilities. 

Success  of  the  campaign  was  indicated  by  greatly  increased 
public  interest,  plus  the  fact  that  distributors  report  ship¬ 
ments  well  in  excess  of  normal.  Dealer  salesmen  were  awarded 
merchandise  prizes  for  outstanding  performances,  thus  in¬ 
creasing  interest  among  these  personnel. 

Colorado  was  honored  when  the  Industrial  Relations  Committee 
of  the  RMEL  hosted  a  joint  meeting  with  the  EEI  Industrial 
Relations  Committee.  0.  P.  Reed,  vice-president  of  the  Pub¬ 
lic  Service  Co.  of  Colorado,  was  chairman  of  the  combined 
meeting,  which  was  highly  successful  with  attendance  of  more 
than  60.  The  conference  at  the  new  Denver  Hilton,  July  21- 
22,  marked  the  first  visit  of  this  EEI  committee  to  Colorado. 

The  annual  joint  picnic  of  the  RMEL  and  NECA  was  held  at 
Elitch  Gardens  on  Aug.  5.  More  than  5,500  families  and 
friends  participated.  The  response  from  our  manufacturers, 
distributors,  manufacturers'  agents,  dealers  and  contractors 
for  prizes  was  greater  than  ever,  with  the  grand  prize  of  a 
portable  dishwasher  contributed  by  the  league. 

Ken  Eaton,  Anaconda  Wire  &  Cable  Co. ,  deserves  many  thanks 
for  his  excellent  work  as  chairman  of  the  Ross  Adams  golf 
tournament  held  July  27  at  Lakewood  Country  Club.  The  tour¬ 
nament  and  banquet  were  enjoyed  by  a  record  turnout. 

Arnold  Buck  of  Westinghouse  and  general  chairman  for  the  an¬ 
nual  fall  convention  with  Program  Chairman  Don  Spangenberg 
of  Public  Service  Co,  of  Colorado  report  excellent  progress 
on  convention  plans.  The  Sept,  7-9  convention  was  held  at 
the  Denver  Hilton,  A  convention  report  will  be  included  in 
our  next  letter. 

We  are  pleased  to  welcome  the  following  new  members:  Manu¬ 
facturers'  Division,  Combustion  Engineering  Inc.,  Ross  R. 
Graham,  district  manager;  G.  M.  Wallace  &  Co.,  G.  M.  Wallace, 
president.  Contractors'  Division,  Aurora  Electric  Co,,  A,  W. 
Overman;  Grebb  Electric,  G.  H.  Grebb;  Rocky  Mountain  Chapter, 
National  Electrical  Contractors  Assn.,  John  Hecht, 
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INTEGRATED . 
CABLE  SySTEI# 

Requires  no  separate  Duct  or  Condidt 
in  any  environment 


UdomuI  pUabOitgr  of  CL-X 
Shoothod  Gobi—  is  ihown  bora 
•a  tbo  cabU  la  bolBf  iaoUlkd. 


The  revolutionary  C-L-X  Continuous,  Corrugated,  Light¬ 
weight,  metallic  sheath,  that  Simplex  introduced  to  this 
country  two  years  ago,  is  now  available  in  Aluminum, 
Copper  or  Bronze  as  well  as  the  enormously  successful  Steel. 

Simplex  C-L-X  pliable  cable  systems  provide  unexcelled 
ease  of  installation  and  mechanical  protection. 

The  corrugated  metal  sheath  combines  pliability  for  ease  of 
installation  with  very  great  strength  and  seals  the  cable  against 
penetration  by  oil,  chemicals  and  moisture. 

Depending  on  the  environmental  conditions  of  the  instal¬ 
lation,  these  power,  control  and  communication  cable  systems 
can  be  furnished  with  or  without  plastic  jacketing. 

Light,  and  pliable,  C-L-X  cables  are  easily  installed,  and 
require  no  special  reels. 

Now,  with  corrugated  Aluminum,  Copper  or  Bronze 
sheathed  C-L-X  cable  systems,  the  low  resistance  of  these 
metals  permits  designs  where  the  sheath  may  be  used  as  a  neu¬ 
tral  or  ground.  These  metals  also  permit  the  use  of  single  as 
well  as  multiconductor  cable  assemblies  in  a-c  power  systems. 

For  complete  details  on  C-L-X  sheathed  cables,  contact 
your  Simplex  Engineer,  or  wrile  direct. 


V  WIRE  A  CABLE  COMPANY 

79  Sidney  Street,  Cambridge,  Massachusetts 


Puget  Power 
Installs  GN3 
Sectionalizers  For 
Automatic  Protection 
Of  12.5  kv  Line 


L-M's  three-phase  GN3 
Sectionalizer  is  available 
in  twelve  load-current  ratings  from  5 
through  200  amperes  at  Z4  through 
15  kv,  with  a  momentary  current  rat 
ing  to  9000  amperes. 


Puget  Sound  Power  &  Light  Company  has 
simplified  coordination  of  its  12.5  kv  distri¬ 
bution  lines  by  utilizing  L-M’s  new  3-phase 
GN3  Sectionalizers.  Now  when  permanent 
faults  occur,  they  can  be  isolated  and  maxi¬ 
mum  service  continuity  will  be  maintained. 

In  some  cases,  in  order  to  utilize  the  count¬ 
ing  feature  of  the  GN3,  oil  circuit  breakers 
were  replaced  with  faster  operating  L-M  re¬ 
closers.  Faulted  lines  are  isolated  by  this 
GN3  sectionalizer  after  three  operations  of 
the  back-up  recloser  or  station  breaker. 

L-M’s  3-phase  GN3  is  a  self-contained 


heavy-duty  sectionalizer.  The  GN3  operates 


only  when  the  back-up  recloser  is  open; 

therefore  it  interrupts  no  current.  It  may  be  set  to  lock  out  after  one, 
two,  or  three  operations  of  the  back-up  recloser. 

Get  Complete  Information 

Contact  your  L-M  Field  Engineer  and  learn  how  simply  the  GN3  can 
be  installed  on  your  line;  or  write  for  Bulletin  CR6.  Line  Material 
Industries,  Milwaukee  1,  Wisconsin.  In  Canada:  CLM  Industries, 
McGraw-Edison  (Canada)  Limited,  Toronto  13,  Canada. 


UNE  MIIIERianiKlusIries 

McGRAW-EDISON  COMPANY 
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GN3  Sectionalizers  have  simplified  the  coordination 
of  Puget  Sound  Power  &  Light  Company's  12.5  kv 
distribution  line.  With  the  GN3  permanent  faults  are 
isolated  and  maximum  service  continuity  is  maintained. 


Line  Material  Industries,  Dept.  EWL-90 
Milwaukee  1,  Wisconsin 

n  Please  send  me  Bulletin  CR6  on  the  GN3  Sectionalizer. 
I~l  Please  have  L-M  Field  Engineer  contact  me. 

Name _ 

Title _ 


WESTERN  SALES  OFFICES: 

BOISE  •  DENVER  •  PHOENIX  •  SACRAMENTO  •  SEATTLE  •  SPOKANE  •  BUTTE  •  LOS  ANSELES 
PORTLAND  •  SALT  LAKE  CITY  •  SAN  FRANCISCO  •  VISALIA  •  ANCHORAGE.  ALASKA 


Company _ 

Address _ 

City  &  Zone 


.State. 


